Noise induced hearing loss treatment 


Most new patients share common questions and concerns about 
hearing loss, the appointment, technology and cost. Here are some 
FAQs that can help vou. wsib noise induced hearing loss 


Contact US: 


Beltone Hearing Center 
2112 STONEWALL STREET 
GREENVILLE, TX 75401 
(2 Blocks North of Court House) 

(903) 455-5424 
903-455-8922 


Beltone Hearing Center 
3401 CUSTER SUITE 101 
PLANO, TX. 75023 

(Across from the GoodYear Tire Store) 

(972) 985-5023 
214-550-6195 



